ETag: "ff3a8914baa69b75a8c4b4994aa25e8b"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 2431
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 29:201 Fair Labor Standards Act
x-archive-meta-case-name: FRATTAROLA et al v. MERCY HEALTH SYSTEM OF SOUTHEASTERN PENNSYLVANIA et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: paed
x-archive-meta-docket-num: 2:09-cv-05533-CMR
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Labor: Fair Standards
x-archive-meta-pacer-case-num: 337002
x-archive-queue-derive: 0
x-upload-date: 2011-10-15T12:01:58.000Z
